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FOR IMMEDIATE RELEASE Auditions announced 
for production of 


Elizabeth I 


Montreal, Quebec, November 8, 1977 -- Auditions will 
be held on Sunday November 20 at 11 a.m. for a production of 
Paul Foster's Elizabeth I to be presented by Concordia University's 
Division of Performing Arts in collaboration with the Dean of 


Students Office (Loyola). 


Seven male and four female roles will be filled 
for the production which will be directed by well-known Montreal 


director Alexander Hausvater and will be presented in January. 


Elizabeth I is a surrealistic look at the life of 
the famous queen through the eyes of an underground troupe of 
players who tour England with their version of the highlights 


of Elizabeth's reign. 


The auditions will be held on the stage of the 
Loyola campus F.C. Smith Auditorium, 7141 Sherbrooke St. West. 
For further details, call the Dean of Students Office at 


482-0320, ext. 346. 
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(514) 879-8497 


